DOCKETED ITEMS       85

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106260048 Forwards insp repts 50-334/91-201 & 50-412/91-201 on 910304- OS.As-
sessment performed to review util program for procurement & dedication of commer-
cial-grade items used in safety-related applications at plant.

VARGA.S.A. Division of Reactor Projects - l/ll (Post 870411). 91/06/20. SIEBER.J.D.
Duquesne Light Co. 3pp. 58217:218-58217:255.

-9106260054 Insp repts 50-334/91-201 & 50-412/91-201 on 910304-08.Major areas
inspected:assessment of util activities re procurement & dedication of commercial-
grade items used in safety- related applications at plant.

MCINTYRE.R.P.,   NORRHOLM.LJ.   Vendor   Inspection   Branch.   91/06/20.   35pp.
58217:221-58217:255.

R. Periodic operating reports & related correspondence

9106130006 Monthly operating repts for May 1991 for Beaver Valley Power Station.W/
910608ltr.

WINGER.M.A.,   SIEBER.J.D.   Duquesne   Light   Co.   91/05/31.    9pp.   58110:246-
58110:254.

S. Reportable occurrences, LERs & related correspondence

9106120084 Part 21 rept re unavailablity of qualification repts on designated replace-
ment power supply mfg by Natl Power Technology.Safety hazard possible by failure of
power supply rendering single channel area monitor inoperable.
PARKER.J.T. Amalgamated Services, Inc. 91/04/12. Region 2 (Post 820201). 2pp.
58109:025-58109:026.

9106050225   LER   91-014-00:on   910502,discovered   that   operations    surveillance
test.containment purge & exhaust isolation test did not direct operators to verify con-
tainment purge.Caused by test deficiency.Test criteria revised.W/910531 Itr.
NOONAN.T.P. Duquesne Light Co. 91/05/31. 5pp. 58009:079-58009:084.

9106120117 LER 91-013-00:on 910510,pressurizer code safety valve lift setting discov-
ered   less   than   Tech   Spec   lirnits.Caused   by   failure   of   valves   to   lift   within
setpoint.Beaver Valley Test Procedure criteria reevaluated.W/910607 Itr.
NOONAN.T.P. Duquesne Light Co. 91/06/07. 5pp. 58146:275-58146:279.

9106200281 LER 91-017-00:on 910516,discrepancy discovered in calibr method for ver-
tical axis recorder.Caused by effort to calibr vertical detector.Calibr procedure modi-
fied. W/910617 Itr.
NOONAN.T.P. Duquesne Light Co. 91/06/17. 6pp. 58209:102-58209:107.

9106210033 LER 91-015-00:on 910517,discovered that two outside air series exhaust
dampers opened on 910516 after motor control ctr cleaned.Caused by personnel
reenergizing dampers during reracking.Padlocks installed.W/910617 Itr.
NOONAN.T.P. Duquesne Light Co. 91/06/17. 6pp. 58226:007-58226:012.
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F. Security, medical, emergency & fire protection plans

9106110059 Expresses thanks for efforts expended by plant personnel in preparation &
conduct of recent emergency preparedness exercise at facility.

EBNETER.S.D. Region 2 (Post 820201). 91/04/05. GOLDBERG.J.H. Florida Power &
Light Co. 4pp. 57997:184-57997:187.

9106050286 Rev 48 to EPIP 3100023E, "Onsite Emergency Organization & Call Direc-
tory." W/910529 Itr.
SAGER.D.A. Florida Power & Light Co. 91/05/29. 25pp. 58008:007-58008:031.

9106110346 Forwards Rev 11 to guard training & qualification plan, consisting of sum-
mary of changes & marked-up copy of revised pages.EncI withheld (ref 10CFR73.21).
SAGER.D.A. Florida Power & Light Co. 91/06/04, Document Control Branch (Docu-
ment Control Desk). 1 p. 58096:050-58096:050.

9106140226 EPIPs including.Rev 7 to C-110,Rev 8 to HP-200,Rev 5 to HP-207.Rev 14
to HP-202 & Rev 14 to 3100026E.W/910606 Itr.
SAGER.D.A. Florida Power & Light Co. 91/06/06. 77pp. 58127:013-58127:089.

9106270290 Forwards Rev 31 to physical security plan. Rev withheld (ref
1OCFR2.790(a)(3)).

SAGER.D.A. Florida Power & Light Co. 91/06/21. Document Control Branch (Docu-
ment Control Desk). 1 p. 58244:244-58244:244.

P. Operating license stage documents & correspondence

9106060175 Summary of 910521 meeting w/Florida Power & Light Co re implementa-
tion of station blackout rule at facility.

NORRIS.J.A.   Project   Directorate   II-2.   91/05/28.   Project   Directorate  II-2.   31pp.
57934:308-57934:338.

9106070197 Informs of intent to use ASME Code Case N-426.
BOHLKE.W.H. Florida Power & Light Co. 91/06/03. Document Control Branch (Docu-
ment Control Desk). 1p. 58015:001-58015:001.

9106140138 Notification of 910611 meeting w/util in Rockville.MD to discuss status of
active licensing actions.

NORRIS.J.A. Project Directorate II-2. 91/06/11. BERKOW.H.N. Project Directorate II-
2. 3pp. 58113:331-58113:333.

Q. Inspection reports, IE Bulletins & correspondence

9106110096 Informs that NRC has reversed position on 901212 Itr re not providing writ-
ten ack of receipt & review of responses to severity level IV & V NOVs.
EBNETER.S.D., MILHOAN.J.L Region 2 (Post 820201). 91/03/21. GOLDBERG.J.H.
Florida Power & Light Co. 4pp. 57997:295-57997:298.

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E.  Division o'f Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York. Inc. 85pp. 57906:176-57906:262.

9106110021 Forwards exam rept 50-335/91-300 for exams administered on 910429-
0502.

PEEBLES.T.A. Region 2 (Post 820201). 91/05/28. GOLDBERG.J.H. Florida Power &
Light Co. 2pp. 57995:156-57995:324.

-9106110026 Exam rept 50-335/91-300 on 910429-0502.Exam results:six SROs
passed written exams & operating tests.

MOORMAN.J.H., CASTO.C.A. Region 2 (Post 820201). 91/05/24. 167pp. 57995:158-
57995:324.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E.  Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York. Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E.  Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York. Inc. 84pp. 58146:088-58146:172,

9106040339 NRC Info Notice 91-036. "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E.  Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106270355 Summary of 910530 enforcement conference w/util in Atlanta, GA re cir-
cumstances surrounding apparent violations identified in insp repts 50-335/91-11 &
50-389/91-11.

REYES.LA. Region 2 (Post 820201). 91/06/12. GOLDBERGJ.H. Florida Power &
Light Co. 28pp. 58233:188-58233:215.

9106240003 Forwards closeout summary rept for NRC Bulletin 79-02,per NRC request
during Insps 50-335/91-02 & 50-389/91-02 including schedule for completion of re-
maining as-built activities.

SAGER.D.A. Florida Power & Light Co. 91/06/13. Document Control Branch (Docu-
ment Control Desk). 3pp. 58212:313-58212:315.

R. Periodic operating reports & related correspondence

9106210130 Monthly operating repts for May 1991 for St Lucie.W/910613 Itr.

BREEN.JJ., SAGER.D.A. Florida Power &  Light Co.  91/05/31.  10pp. 58207:222-
58207:231.

S. Reportable occurrences, LERs & related correspondence

9106110130 LER 91-003-00:on 910506,heater drain pump 1A tripped & 4 s later SG
feedwater pump 1A tripped causing turbine runback. Caused by possible grounding of
heater hi-hi level switch. Circuit breaker 27 replaced.W/910604 Itr.
WACHTEL.P.K., SAGER.D.A. Florida Power & Light Co. 91/06/04. 5pp. 58146:184-
58146:188.

9106210300    LER    91-004-00:on    910516,!ate   fire   watch    patrol    of   shield   bldg
discovered.Caused  by personnel  error.Shield  bldg  exhaust fan  secured  to allow
access to annulus & fire watch entered annulus & performed patrol.W/910614 Itr.
KILROY.T..   SAGER.D.A.  Florida  Power &  Light  Co.   91/06/14.  4pp.  58226:025-
58226:028.

9106240290 Part 21 rept re deviation from Tech Specs on Purchase Orders 1009-3257-
Q & 2003-8209-Q for annubar or piping subassemblies.Ltrs to affected utils
encl.Training session scheduled for in-house personnel.

KOELLER.M. Dieterich Standard Corp. 91/06/17. Office of Nuclear Reactor Regula-
tion, Director (Post 870411). 8pp. 58213:214-58213:221.

V. Operator Examinations

9106110021 Forwards exam rept 50-335/91-300 for exams administered on 910429-
0502.

PEEBLES.T.A. Region 2 (Post 820201), 91/05/28. GOLDBERG.J.H. Florida Power &
Light Co. 2pp. 57995:156-57995:324.

-9106110026 Exam rept 50-335/91-300 on 910429-0502.Exam results:six SROs
passed written exams & operating tests.

MOORMAN.J.H.. CASTO.C.A. Region 2 (Post 820201). 91/05/24. 167pp. 57995:158-
57995:324.
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F. Security, medical, emergency & fire protection plans

9106110035 Requests results of util review & disposition of info recently received by
NRC.Details for review & followup encl. Encl withheld (ref 10CFR2.790(a)).
HEHL.C.W. Region 1  (Post 820201). 91/05/22. MROCZKA.E.J. Northeast Nuclear
Energy Co. (subs, of Northeast Utilities). 2pp. 58096:340-58096:341.

9106110127 Requests results of util review & disposition of info recently received by
NRC.Details for review & followup encl. Encl withheld (ref 10CFR2.790(a)).
HEHL.C.W. Region 1  (Post 820201). 91/05/22. MROCZKA.E.J. Northeast Nuclear
Energy Co. (subs, of Northeast Utilities), 2pp. 57998:153-57998:154.

9106200176 Responds to NRC 910502 Itr re violations noted in Insp Repts 50-245/91-
07,50-336/91-10 & 50-423/91-08 on 910408-12. Corrective actions:procedural re-
quirements for air sampling & engineering controls reinforced w/health physics staff.
MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 91/06/14.
Document Control Branch (Document Control Desk). 7pp. 58202:001-58202:007.n 900910.ESF actuation occurred.Caused by low voltage
